AGENDA 

STANDARDS COMMITTEE 

ATLANTIC CITY CONVENTION CENTER (SATURDAY) 

AND SHERATON HOTEL (WEDNESDAY) 

ATLANTIC CITY, NEW JERSEY 

Saturday, January 12,2002,8:00 a.m.-3:00 p.m., ACCC/3I9 
Wednesday, January 16,2002,8:00 a.m.-10:00 a.m., S/Crown Ballroom IV (2) 
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Introduction,.,.-. 

Adoption of agenda with additions and changes. 

Approval of 2001 Annua! Minutes (01/10/21). 

Chairman's Report... 

A. Mentor Program 

Board Officials' Remarks 

A. ExO . 

B. CO. 

Manager of Standards Report. 

Review of Action Items (01/10/21) Attachment A . 

Ad Hoc on MIS. 

TCLS Report.. 

CIS Report ... 

ILS Report. 

PPIS Report.-. 

[APPROVAL OF PROJECT COMMITTEE TO REVISE) 
Ireaffirmation public review 

NEW PROJECTSl 

SPLS Report. 

[membership! 

GPC 18, Design Guidance for Energy Efficient Buildings. 


.. Lowom (10 min) 
..Lowom (10 min) 
...Lowom(15 min) 

... Lowom (10 min) 

.Holness (10 min) 

.Burgett(lO min) 

Ramspeck (10 min) 

.Lowom (20 min) 

.. Hallstrom (15 min) 

.Watson (20 min) 

.Wilcox (20 min) 

.Novosel (20 min) 

.Hogan (30 min) 


Baxter (60 min) 


Tavares 
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15. GPC 20, XML Definitions for HVAC&R .Taylor 

16. SSPC 15, Safety Code for Mechanical Refrigeration . Borges 

17. SPC 32 

SPC 32.1, Methods for Testing for Rating Bottled and Canned Beverage Tending Machines .Landman 

SPC 32.2, Methods for Testing for Rating Pre-Mix and Post-Mix Soft Drink Vending and Dispensing 

Machines .Landman 

18. SSPC 34, Designation and Safety Classification of Refrigerants .Montgomery 

19. SPC 35, Method of Testing Desiccants for Refrigerant Drying .Montgomery 

20. SSPC 90.1, Energy Standard for Buildings Except Low-Rise Residential Buildings .Tavares 

21. SSPC 90.2, Energy Efficient Design of New Low-Rise Residential Buildings.Tavares 

22. SPC 119, Air Leakage Performance for Detached Single-Family Residential Building, .Taylor 

23. SPC 130, Methods of Testing for Rating Ducted Air Terminal Unit. Arnold 

24. SPC 175, Metal Pressure Vessel Method to Test Materials Used in Refrigeration Systems.Landman 


[publications! 

25. BSR/ASHRAE Standard 40-1980R 

Methods of Testing for Rating Heat-Operated Unitary Air Conditioning and Heat-Pump 


Equipment for Cooling .Crowder 

26. BSR/ASHRAE Addendum i to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality .Kohlos 

27. BSR/ASHRAE Addendum t to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality .Kohloss 

28. BSR/ASHRAE Addendum u to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality .Kohloss 

29. BSR/ASHRAE Addendum v to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality .Kohloss 

30. BSR/ASHRAE Addendum ab to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality ...Kohloss 

31. B SR/ASHRAE Standard 117-1992R 

Method of Testing Closed Refrigerators ........Borges 

32. BSR/ASHRAE Standard 147P 

Reducing the Release of Halogenated Refrigerants from Refrigeration and Air-Conditioning 

Equipment and Systems .Clements 

[OTHER] 

33. Draft of AMCA Agreement . Lovvom 

[new businessI 


[adjournI 
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